A 40 H.P. A.B.C. AIR-COOLED ENGINE. Two
CYLINDERS, HORIZONTALLY OPPOSED

A GERMAN INVERTED AIR-CQOLEB V TYPE ; THE
ARGUS OF 200'^H.p.

IER 305-360 H.P. AIR-COOLED ENGINE or SIXTEEN CYLINDERS, ARRANGED IN FOUR BANKS
or FOUR IN THE FORM or AN H
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